sausseaa 

Boasts suger AILSA lls, 
AVSS, UAgo] Pse] sassy a 
o| alto] usa teeta Ul] ya, Sas 
oj] SS 40] YS YAoe SHs] Angry 

Bde eee Je aeeaoladqs ag 
BA] AFL Sale] Sad Yay 
Ab7| 2] 2A] 9] APS 49 shag Eh 


4e of 


: #4] 107(2018)'4 1248 259 
> 51838 

>116X107mm, 54 32mm(-? =) 
> 504 

> Bale 

: at 


[o) 


> 10 000(4 S), 1 000(4] AS) 


: 200 140mm 
: Bala 
: 200 


Ryugyong General Ophthalmic Hospital 


The Ryugyong General Ophthalmic Hospital was 
splendidly built, as befits the hospital for people that 
can be boasted internationally and is flawless even by 
the standard of the future, thanks to the noble intention 
of the respected Supreme Leader Kim Jong Un to af- 
ford priority, respect and love to the people. 

The hospital takes as its mission of a multifunctional 
and comprehensive medical centre that specializes in 
the treatment of eye diseases and provides eyeglasses 
as well. 


50 won stamp (souvenir sheet): Ryugyong General 
Ophthalmic Hospital 


Technical Details 


1. Souvenir sheet 
Date of Issue: December 25 Juche 107 (2018) 
Stock No.: 5183 
Size: 116 x 107 mm, 54 x 32 mm (stamp) 
Denomination: 50 won 
Designer: Ri Jin Hyok 
Printing: Offset 
Quantity: 10 000 (Perf.), 1 000 (Imperf.) 


2. FDC 
Size: 200 x 140 mm 
Designer: Ri Jin Hyok 
Quantity: 200 


Order Form 
Le Je otiip tease eeciteneaeasncie 
BE NSS ace adie osletstnden ae aan ea scien 
Stock Division Unit Price Qty |Amount 
No. cuss) | QY 
Mint} 0.50 
Perf. |Used| 0.50 
Souvenir FDC| 0.90 
oes sheet Mint} 1.00 
Imperf.|Used| 1.00 
FDC|_ 1.40 
Total 
Cash Paypal Bank remittance 
I wish to regularly receive information about the 


products of Korean stamps and special offers by e-mail. 
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To place your orders, please contact us at the fol- 
lowing address : 


Korea Stamp Corporation 
Yonggwang Street, Central District 
Pyongyang, DPR Korea 


Fax: +850-2-381-2100/4410, 4416, 4427 
E-mail: stamp@star-co.net.kp 
E-mail: stampdealerlink@163.com 
(Chinese Branch) 
E-mail: stampnewmail@gmail.com 
(Russian Branch) 
No.: 886008 
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Korea Stamp Corporation 


